12484 Gladstone Ave., Sylmar, California 91324 
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LASER SAFETY GOGGLES 


Single-goggle broadband protection against 
many high-intensity light sources 

Spectrogard™ laser safety goggles give maximum possible eyesight 
protection against accidental exposure to radiation from most com¬ 
mon lasers used in plants and laboratories today. (See rejection char¬ 
acteristics table in attached advertisement.) 

Additionally, they are ideal shields against ultraviolet and infrared 
radiation from such high-intensity sources as xenon, argon plasma, 
and carbon arcs. 

| Unique Filter Lenses 

The lenses are unique, new optical filters (patent pending) that com¬ 
bine two types of filter glass separated by a multilayer reflective coat¬ 
ing. While passing only a narrow portion of the visible spectrum, they 
reject virtually all other radiation between 0.20 and 1.25 microns. 
(See transmission curve.) Still they do not restrict vision and can be 
worn comfortably in normally lighted work areas. 

“One-Pair” Convenience and Economy 

Highly important is that all this protection is contained in a single 
pair of goggles. Buying and stocking numbers of goggles with differ¬ 
ent rejection characteristics is no longer necessary. In all respects, 
Spectrogard™ goggles offer the best economy and performance; and 
their convenience encourages good safety practices among personnel. 
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GOGGLE VISUAL BANDPASS 


Spectrogard ™ 
mask-type frame is 
formed of flexible, opaque 
vinyl plastic, with full side 
shields to protect against 

reflected beams coming from side or rear directions. 
They fit comfortably over regular eyeglasses. Hard- 
0.20 ’’ 0.55 0.60 '’ 1.25 wood storage case, warranty and calibration certifi- 

Wavelength-microns cate furnished wtih every pair. 


Price: $95 each (1 to 10 pairs); mail reply card for quantity discount information. 
Terms: l / 2 % 10 days, net 30 days, f.o.b. Sylmar, Calif. 

Prices do not include city, state, or Federal excise or sales taxes, and apply only with¬ 
in the continental U.S. and territories. 

Prices and specifications subject to change without notice. 
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A DIVISION OF TEXTRON ELECTRONICS, INC. 

12484 Gladstone Ave., Sylmar, California 91324 / Telephone (213) EM 5-4623 





















equipment SALES CO,, INC. 

P. O. BOX 5396, HAMDEN, CONN. 06518 
(203) 248-5581 

MASSACHUSETTS NEW YORK 
(617) 774-2400 (607) 54?~S96£ 


North Eastern Distributor 

EQUIPMENT SALES COMPANY, INC. 
P. O. Box 9356 
Hamden, Connecticut 06518 
(203) 248-5581 

Boston, Massachusetts 
(617) 774-2400 

Upper New York Slat® 

(607) 547-8968 


Spectrogard™ Laser Goggles 
available for immediate delivery 
from: 

LEE ASSOCIATES INC. 


ORLANDO, FLORIDA 

RO. Box 7896 32804 
200 E. Marks Street 32803 
(305) 241-4445 


HUNTSVILLE, ALABAMA 

RO. Box 1506 

2400 West Clinton Ave. 

(205) 539-0761 

NEW ORLEANS, LOUISIANA 

RO. Box 8063 70122 
(504) 282-6852 

ROCKVILLE, MARYLAND 

12250 Wilkins Ave. 20852 
(301) 949-4800 

WINSTON-SALEM, NORTH CAROLINA 

RO. Box 906 27101 
432 West End Blvd. 

(919) 724-2406 


TE SALES COMPANY 

UNION, NEW JERSEY 

1367 Stuyvesant Ave. 
(201) MU. 7-5353 

Philadelphia Area, 

Call (215) LO. 3-0525 



